GEORGE DEWEY

Admiral von Diedrichs occupied a large house which
had been the quarters of the Spanish officials. On
July 5 I hoisted my flag on the McCulloch and
steamed around the German ships anchored in Mari-
veles, without, however, communicating with the
German admiral, while I trusted that he might under-
stand that I did not view his proceeding with favor.

On the 6th I was informed by the insurgents that
the Germans had been interfering with their opera-
tions against the Spaniards in Subig Bay. This was,
of course, contrary to my policy to allow the insur-
gents to weaken the Spaniards as far as possible, and
it was, besides, a breach of neutrality by a neutral
power. I despatched the Raleigh and Concord to
Subig to inquire into the truth of this report. They
found a force of Spanish troops intrenched on Isla
Grande, and under siege by the insurgents. There
was not a German subject in the place. When the
German cruiser Irene appeared her captain had vis-
ited the Spaniards and then informed the insurgents
that they might not use a small steamer which was
in their possession to assist in their operations against
the Spaniards. However, when the Raleigh and Con-
cord steamed into the harbor at daylight the Irene
promptly steamed out.

Captain J. B. Coghlan, of the Raleigh, being the
senior officer present, concluded that Isla Grande, on
account of its strategic importance in commanding
the entrance to Subig Bay (which might furnishon board an English man-of-waramara*amilies and their conveyers and the plan of
